DOCKETED ITEMS       57
8503120268 Forwards revs to emergency plan & emergency plan implementing procedures.including Rev 3 to EPIP-1.02, "Response to Notification of Unusual Event" & Rev 9 to EPIP-2.01, "Notification of State & Local Govts."
STEWART.W.L Vlrainia Power (formerly Virginia Electric & Power Co.). 85/03/05, GRACE.J.N. Region'2, Clfice of Director. 2pp. 29317:327-29317:363.
-8503120275 Revised emergency plan.
*  Virginia Power (formerly Virginia Electric & Power Co.). 85/02/14. 7pp. 29317:329-29317:335.
-8503120280 Revised emergency plan implementing procedures.including Rev 3 to EPIP-1.02, "Response to Notification of Unusual Event" & Rev 9 to EPIP-2.01, "Notification of State & Local Govts."
*  Virginia Power (formerly Virginia Electric & Power Co.). 85/03/05. 28pp. 29317:336-29317:363.
8503140298 Ack receipt of 850220 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-280/84-34 & 50-281X84-34.
WALKER,R.D. Region 2, Office of Director. 85/03/07. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29357:031-29357:044.
-8503140316     Insp     Repts     50-280/84-34     &     50-281/84-34     on     841105-30. Noncompliancenoted:failure to follow plant operations procedures. BURKE.DJ., DAVIS.M.J., ELROD.S. Region 2, Office of Director. 85/01/11. 5pp. 29357:040-29357:044.
8503250167 Forwards response to 830919-23 regulatory effectiveness review.Meeting w/NRC requested to discuss vital area definition.tncl withheld (ref 10CFR73.21). STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. VARGA.S.A. Operating Reactors Branch 1. 1p. 29492:185-29492:185.
8503270490 Forwards "10CFR50,App R Rept - App A.Summary Comparison of 1984 App R Reanalysis & 1980-1982 Post-Fire Safe Shutdown Review." Rept should be incorporated into Chapter 7 of App R reptper encl table of changes. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.S.A. Operating Reactors Branch 1. 3pp. 29523:340-29523:356.
-8503270493 "10CFR50 App R Rept - App A.Summary Comparison of 1984 App R Re-analysis & 1980-1982 Post-Fire Safe Shutdown Review."
*  Virginia Power (formerly Virginia Electric & Power Co.). 84/12/31. 14pp. 29523:343-29523:356.
H. General correspondence
8503080256 Responds to 850304 Itr forwarding constituents Parker & Frome Itrs re licensing of dry cask storage of spent fuel. NRC review of General Nuclear Sys.lnc CASTOR V cask design should be completed by Spring 1985. DIRCKS.W.J.    Office   of   the    Executive    Director   for    Operations.    85/02/27. SLAUGHTER.D.F. House of Rep. 3pp. 29300:282-29300:287.
-8503080259 Forwards constituents Parker & Frome Itrs re util application for license to implement dry cask storage of spent fuel.Response requested. SLAUGHTER.D.F. House of Rep. 85/02/04. KAMMERER.C. Office of Congressional Affairs. 3pp. 29300:285-29300:287.
8503250250 Advises of util name change to "Virginia Power." Name change permits util to identify more closely w/customers & achieve higher profile in svc area. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/15. DENTON.H.R.   Office   of   Nuclear   Reactor  Regulation,   Director.   1p.   29492:093-29492:093.
8503270426 Advises of util name change to "Virginia Power." Name change permits util to identity more closely w/customers & achieve higher profile in svc area. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 85/03/15. MILLER.W.O. License Fee Management Branch. 2pp. 29523:361-29523:362.
P. Operating license stage documents & correspondence
8503040193 Advises that util will install acceptable prefilters for auxiliary bldg ventilation sys by 851231,per 850116 SER re postulated fuel handling accident outside containment.
STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 85/02/20. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29184:160-29184:161.
8503270431 "Surry Unit 1 .Cycle 8 Startup Physics Test Rept." W/850321 Itr. BROOKMIRE.TA, SNQW.C.T., STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). VEP-NOS-16. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.SA Operating Reactors Branch 1. 65pp. 29522:029-29522:093.
8503120490 Requests assistance in reviewing encl util 820921 application for amends to Licenses DPR-32 & DPR-37,revising Tech Specs for inservice insp & testing.Complete SER & SALP input requested by 850531.
THOMPSON.H.L Division of Licensing. 85/03/01. WALKER.R.D. Region 2, Office of Director. 2pp. 29338:154-29338:178.
8503120117 Forwards application fee inadvertently omitted from 850201 request for relief from portions of post-replacement testing requirements delineated in ASME Section XI. 1980 addenda.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/06. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. VARGA.S.A. Operating Reactors Branch 1. 1p. 29322:359-29322:359.
8503180386 Requests extension until 851130 for completion of environ qualification of charging pump component cooling water pump motors.Extension will allow installation of pump motors during scheduled outage.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/08. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29384:171-29384:173.
8503250468 Forwards request for addl info re util responses to Generic Ltr 83-28,items 2.1,2.2.2.4.5.2 & 4.5.3.Response to Item 4.5.3 requested 90 days after NRC review of Suppl 1 to WCAP-1027l.Remahhg responses requested within 60 days. VARGA.S.A. Operating Reaciors Branch 1. 85/03/13. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 4pp. 29499:355-29499:358.
8503270477 Forwards safety evaluation re removal of 7% DNBR credit associated w/ densification power spike from retained DNBR margin.Use of improved fuel rod bowing evaluation method permits reduction of rod bow penalty on 15x15 L-grid fuel. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/03/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. VARGA.S.A. Operating Reactors Branch 1. 6pp. 29523:285-29523:290.
8503270598 Requests fee re 850308 application for extension of deadline date for environ qualification of certain electrical equipment.
DIGGS.R.M. License Fee Management Branch. 85/03/21. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29541:352-29541:352.
Q. Inspection reports, IE Bulletins & correspondence
8503070013 Discusses proprietary review of insp repts.Util role in identifying matls considered proprietary emphasized.NRC will conduct independent proprietary review of each insp rept.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29268:090-29268:090.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503120490 Requests assistance in reviewing encl util 820921 application for amends to Licenses DPR-32 & DPR-37,revising Tech Specs for inservice insp & testing.Complete SER & SALP input requested by 850531.
THOMPSON.H.L. Division of Licensing. 85/03/01. WALKER.R.D. Region 2, Office of Director. 2pp. 29338:154-29338:178.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engincerinc Response (Post 830103). 85/03/04. Consolidated Edison Co. of New vork, n=. '-'09pp. 29481:193-29481:300.
8503190208 Ack receipt of 850215 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-280/84-33 & 50-281/84-33.
WALKER.R.D, Region 2, Office of Director. 85/03/05. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29447:275-29447:293.
-8503190213 Responds to NRC 850107 Itr re violations noted in Insp Repts 50-280/84-
33  & 50-281 /84-33.Correctiye actiqns:addl capacity added to tool room HVAC sys & more accurate temp measuring equipment used.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/02/15. GRACE.J.N. Region 2, Office of Director. 5pp. 29447:276-29447:280.
-8503190219 F9rwards Insp Repts 50-280/84-33 & 50-281/84-33 on 841022-26 & notice of violation.
OLSHINSKI.J.A. Region 2, Office of Director. 85/01/07.
STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 2pp. 29447:281-29447:293.
-8503190223 Notice of violation from insp on 841022-26.
*  Region 2, Office of Director. 85/01/07.1p. 29447:283-29447:283.
-8503190229 Insp Repts 50-280/84-33 & 50-281/84-33 on 841022-26. Violations noted:lack of environ control for certification lab & lack of implementing procedures for instrument & certification labs.
SMITH.C.F., UPRIGHT.C.M. Region 2, Office of Director. 84/12/07. 10pp. 29447:284-29447:293.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143,
8503140298 Ack receipt of 850220 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-280/84-34 & 50-281/84-34.
WALKER.R.D. Region 2, Office of Director. 85/03/07. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 1p. 29357:031-29357:044.
-8503140304 Responds to NRC 850122 Itr re violation noted in tnsp Repts 50-280/84-
34  & 50-281784-34.Corrective actions:operations personnel reinstructed in necessity for procedural compliance.
STEWART,W.L Virginia Power (formerly Virginia Electric & Power Co.). 85/02/20. GRACE.J.N. Region 2. Office of Director. 3pp. 29357:032-29357:035.
-8503140307 Forwards Insp Repts 50-280/84-34 & 50-281/84-34 on 841105-30 & notice of violation.
OLSHINSKI.J.A. Region 2. Office of Director. 85/01/22.
STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.), 2pp. 29357:036-29357:044,
-8503140310 Notice of violation from insp on 841105-30.
*  Region 2, Office of Director. 85/01/22. 2pp. 29357:038-29357:039.fied on computer printouts.App C documents available in PDR.                                                   wmpuiw
